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Subjeotl Crime Scene Searoh I nve* tigation of 
J the Shooting of F * 

Kennedy on Offense #F86056 



At It 12 p.m., November 22, . treat* i^rUponie^o a call from 

R. L. Studebaker, #966 arrived at *+11 Elm Street in P f|U| 

JfeWESfSo ° r ‘ h ’ “ 

of President John F. Kennedy on Offense f^86056. 

Photogrop. . ”«* 

%g*J ttLS+ttZ. •»>'• -- «•* "* , * !ibU 

prints were found. i * . 

. „ . • i u/ Fri+T i4<9 directed Lieutenant Day to the 

About U25 p.m., Captain J. W. Fritz, #9 found bet y, ee n 

norttaost portion of the sixth floor -h.ro ^r.tij^ ^ ^ f . fU „ 
some cartons near the stairs. ^ E P such a wa y as to destroy 

found, then it was pi eked up b * J- ,0 “J ena S} t J £ ieute nant Day holding the 

- rcTt^i» 1 ^ XJ-ii fer rs- 

Captain Fritz. No fingerprints were found. 

Ih. rlfl., .6.5 o..ihor, T1 1^ 

by Lieotonwlt Do, to th. “"'“X c ltl*. W °*»V 
in an evidence box until father ^ e ^‘?® ti tioo ^ 0 ve Lieutenant Day 

^Svh^a iXisr 

Optic.7^0-1 Hoi lywood^Cattfornia. There was a mil o l over leaf design 
with "isC" stamped inside the oloverleaf. 
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About fifty (50) photographs were made of the area involved in the shooting 
and a scale drawing was made of the sixth floor by Detectives J. 8* Hicks 
and R. L. Studebaker. 

The cartons in the area where the rifle was found, and also the cartons 
near the window where the spent hulls were found, were dusted for prints* 

A palm print was found on the top northwest corner of a carton that appeared 
to have been used by the assassin to sit on while aiming the rifle* This 
palm print was collected and preserved, along with the carton it came off, 
and three cartons stacked by the window apparently to rest the rifle on. 

The palm print lifted off the carton Oswald apparently sat on by the sixth 
floor window was positively identified before being released to the Federal 
Bureau of Investigation as the right palm of Lee Harvey Oswald* 

Lieutenant Day returned to the Identification Bureau about 7*00 p*m* and 
started checking the rifle for prints. Two fingerprints were found on the 
side of the rifle near the trigger and magazine housing and a palm print 
was found on the underside of thejgun barrel near the end of the stock. 

It appeared probable these prints were from the right palm and fingers of 
Lee Harvey Oswald, but the rifle was released to the Federal Bureau of In- 
vestigation to be sent to Washington, D* C. before the examination was com- 
pleted and positive identification of the prints could be made* The prints 
were not very good for comparison purposes. 

Paraffin casts were made of Oswald^ hands and the right side of his face 
about 9*00 p.m., November 22, 1963 9 in the Homicide Bureau office by Ser- 
geant W. E. Barnes, #598 and Detective J* B* Hicks. These casts were sent 
to D0CCIL November 23, 1963 For nitrate tests. 

All other evidence collected by the Crime Scene Search was released at 
111*45 p.m., November 22, 1963 to Agent Vince Drain to be delivered to the 
Federal Bureau of Identification headquarters at Washington, D. C. 



Respectfully submitted, 




JCDlmellfb 



d. C. Day, #391 
Lieutenant of Police 
Identification Bureau 



